

n orse, many pages are improperly rusea - meaning une>> ruo ou ^ 
your hands ♦ It is hard to complain effectively by mall; maybe you could bring 
this up informally when you get a chance- I don't e>rpect as good quality for 10c£ 
a page as I get for 3^ a page out here, but they should do better. 

On CS 391, I am pretty sure that "1221 * is the SS control number. On the 185-page 
list, that SS number on CD *±9S is marked "Mr. Specter has" by hand. This also 
appears on the cover letter, dated 3/13 “ just in time for the doctors' testimony 
on 3/16. Jim asked for this control number for other reasons and was told that 
it "is not among the Commission's records." I expect that has to do with misfiling, 
and is not uncommon for CD's made into CE's, but you may wish to pursue zt. 


